FOIAOOI :03328167 


To: Russell Roddy[russell_roddy@ios.doi.gov] 

From: Getto, Leila 

Sent: 2017-06-19T13:31:58-04:00 

Importance: Normal 

Subject: Here's the room diagram in case it's helpful 

Received: 2017-06-19T13:32:05-04:00 
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